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Message Text 


CONFIDENTIAL 

PAGE 01 STATE 045266 

73 

ORIGIN SY-07 

INFO OCT-01 ARA-10 ADP-00 FBO-01 /019 R 

DRAFTED BY A/ SY/ T: JFPERDEW: PS 
3/12/73 EXT 20548 

APPROVED BY A/ SY/ T: DGFISCHER 

033869 

R 122225 Z MAR 73 
FM SECSTATE WASHDC 
TO AMEMBASSY GUATEMALA 
AMCONSUL BELIZE 

CONFIDENTIAL STATE 045266 

E. O. 11652 GDS 
TAGS: ASECGT, BH 

SUB J : TSO VISIT, ALARM SYSTEM FOR BELIZE 
REF: BELIZE TSO REPORT DATED FEB. 9, 1973 

1. EQUIPMENT FOR INTRUDER/ FIRE DETECTION ALARM SYSTEM FOR 
BELIZE HAS BEEN ORDERED WITH DELIVERY WASHINGTON EXPECTED 
IN TWO WEEKS. SYSTEM WILL BE POUCHED BELIZE IMMEDIATELY 
UPON RECEIPT BY THIS OFFICE. 

2. PRESENTLY PLAN HAVE TSO VISIT GUATEMALA LATE MARCH OR 
EARLY APRIL FOR PURPOSE OF SURVEYING NEW CHANCERY BUILDING 
FOR ACR, ALARM AND CCTV SYSTEMS INSTALLATION. WHEN 
FINISHED IN GUATEMALA TSO WILL PROCEED BELIZE AND INSTALL 
ALARM SYSTEM. 

ARRIVAL DATES AND FLIGHT NUMBERS WILL BE FORWARDED WHEN 
CONFIRMED. ROGERS 
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